To:  McCasland,  Mark[McCasland. Mark@epa.gov];  Atkins,  Blake[Atkins. Biake@epa.gov];  Brown, 

Jamesr[brown.jamesr@epa.gov];  Crossiand,  Ronnie[Crossiand. Ronnie@epa.gov];  Foster, 
A!thea[Foster.Althea@epa.gov];  Garcia,  DavidfGarcia. David@epa.gov];  Webster, 
Susan[webster.susan@epa.gov] 

Cc:  Foster,  Nichole[Foster.Nichole@epa.gov] 

From:  Restivo,  Angela 

Sent:  Mon  8/10/2015  7:36:10  PM 

Subject:  RE:  GKM  - status  on  office  support 


This  is  being  handled 


From:  McCasland,  Mark 

Sent:  Monday,  August  10,  2015  2:30  PM 

To:  Atkins,  Blake;  Brown,  Jamesr;  Crossland,  Ronnie;  Foster,  Althea;  Garcia,  David;  Restivo, 
Angela;  Webster,  Susan 
Cc:  Foster,  Nichole 

Subject:  GKM  - status  on  office  support 

Importance:  High 


Do  we  have  someone  in  the  office  that  is  calling  water  systems  on  capacity  to  address 
Angela’s  request  from  this  morning?  If  not  I have  some  time  now,  I just  need  to  know. 


I just  met  with  Aztec  public  works  director,  and  they  are  actually  down  to  10  to  12  days 
of  off-line  storage  and  have  implemented  first  level  of  water  restrictions. 


Thanks, 


Mark  McCasland 
US  EPA  Region  6 
Drinking  Water  Section  (6WQ-SD) 
1445  Ross  Ave,  Suite  1200 
Dallas,  TX  75202-2733 
(214)665-8088  (w) 

mccasland.mark@epa.gov 
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